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Both the oxygen and cylinder must he thoroughly
dried before the cylinder is filled to avoid the
possible formation of ice in the regulator. A pre-
heater is often used to warm the gas in its passage
to the regulator.

of two pounds per day. One pound of liquid
oxygen yields 317 litres of gas at normal tempera-
ture pressure. The cylinders of compressed gas
can be stored and transported without loss, but
the total weight of the High Pressure Installation

liquid oxygen can only be stored in vessels
constructed with double walls, the interspace being
evacuated. The vessels must remain open to the
atmospliere, and with the large containers (50 Ib.
capacity) m use the liquid evaporates at the rate

is approximately 40 Ib. (as against 22 Ib. in i&e
case of the Low Pressure Installation) for supply-
ing two men for S| hr.
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